
Food Establishment Inspection Report 



Houston Department of Health and Human Services 
Environmental Health Division / Consumer Health Services 
Phone: 832.393.5100 Fax:832.393.5208 
www.houstontx.gov 

Establishment FOGO DE CHAO (Establishment) 

Acct #200121 

Address 8250 WESTHEIMER RD 

Zip 77063 

Owner FOGO DE CHAO, LTD 

Type Insp Routine Inspection 
(001) 


Date 

05/13/2019 

Arrival 1 Departure 

02:05 PM 1 03:30 PM 

Telephone 1 

(713) 978-6500 1 

1 District 

1207 

I Score 

13.00 

Permit Expiration 

02/23/2020 

Permit Type 

F,G 

Certified Manager 

Vicente H. Baca - 214296 - 09 / 24/2021 


Food Temperatures / Unit Temperatures 

Item/Location 

Temp 

Item/Location 

Temp 

Item/Location 

Temp 

Rice/Hot-Hold Unit 

152.00 AF 

Ambient / Prep Refrigerator 

35.00 AF 

Shrimp / Prep Refrigerator 

39.00 AF 

Crab Meat / Prep Refrigerator 

36.00 AF 

Beef / Meat Walk-In Cooler 

39.00 AF 

Pork / Meat Walk-In Cooler 

41.00 AF 

Potatoes / Salad Walk-In Cooler 

40.00 Af 

Carrot & Ginger Soup / Salad Walk-In 

Cooler 

42.00 Af 
















OBSERVATIONS AND CORRECTIVE ACTIONS 

Code 

Items in violation to be corrected by tbe dates indicated or immediately. 

Correct By 

20-21.03(a)(02) 

General. Container of food not stored a minimum of 6 inches above the floor. 

Observed pot of potatoes on floor in walk-in cooler. 

CORRECTIVE ACTION: Store food container 6 inches above floor surface. New Violation. 

05/13/2019 

20-21.17(a) 

General. Plumbing not sized / installed / maintained according to applicable laws. 

Observed leak under prep sink / leak under utensil-washing dump & pre-rinsing sinks / leaking in walk-in freezer. 
CORRECTIVE ACTION: Properly maintain plumbing. New Violation. 

05/27/2019 

20-21.21(a) 

Controlling pests, generally. Effective measures intended to eliminate the presence of rodents, flies, cockroaches, 
and other insects on the premises not utilized. 

Observed 2 live roaches under 3-compartment sink/ observed roach feces on ceiling in dry storage. 

CORRECTIVE ACTION: Provide effective measures intended to eliminate the presence of (rodents/flies/ 
cockroaches/ other insects) on the premises. New Violation. 

05/13/2019 

20-21.22(a) 

Floors. Floors and floor coverings of all food preparation, food storage, utensil-washing areas, walk-in refrigerating 
units, dressing rooms, locker rooms, and toilet rooms shall be easily cleanable. 

Observed broken concrete between walk-in cooler and walk-in freezer door way. 

CORRECTIVE ACTION: Make floors/floor coverings easily cleanable in food preparation area, walk-in refrigeration 
unit, food storage area, dressing room, locker room, utensil-washing area, toilet room, and vestibule. New Violation. 

08/13/2019 

COMMENTS 

Complaint ID: 911397 

Status: Unsubstantiated / Resolved 


Person in Charge (Signature) Higinio Oronez 

Date: 05/13/2019 



Sanitarian (Signature) Vakeshia Taylor-Weathers (VLT1) 

Date: 05/13/2019 


PG1 


A-1 
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Houston Department of Health and Human Services 
Environmental Health Division / Consumer Health Services 
Phone: 832.393.5100 Fax: 832.393.5208 
http://www.houstontx.gov/health/food 

Establishment FOGO DE CHAO (Establishment) 

Acct#200121 

Address 8250 WESTHEIMER RD 

Zip 77063 

Owner FOGO DE CHAO, LTD 

Type Insp Routine Inspection 
(001) 

Date 

05/13/2019 

Arrival 1 Departure 

02:05 PM 1 03:30 PM 

Telephone 1 1 District 

(713) 978-6500 1 1207 

Permit Expiration 

02/23/2020 

Permit Type 

F,G 

Certified Manager 

OBSERVATIONS AND CORRECTIVE ACTIONS 

Code 

Items in violation to be corrected by the dates indicated or immediately. 

Correct By 

20-21.23(a) 

Maintenance. Walls / ceilings, including doors, windows, skylights, and similar closures, not maintained in good repair. 

Observed wall inside meat walk-in cooler not intact and easily cleanable. Observed walls under utensil-washing area 
with accumulations. 

CORRECTIVE ACTION: Maintain (wall / ceiling) in (good repair/clean). New Violation. 

05/27/2019 

c 

Person in Charge (Signature) Higinio Oronez 

Date: 05/13/2019 

- 

Sanitarian (Signature) Vakeshia Taylor-Weathers (VLT1) 

Date: 05/13/2019 

Received By Higinio Oronez 



PG2 A-2 








































